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CONFIDENTIAL PHNOM PENH 2158 

AIDAC 

SUBJ: GENERATORS FOR ELECTRICITE DU CAMBODGE 

1. GIVEN THE CONTINUING ELECTRICAL POWER PROBLEMS IN 
PHNOM PENH WE ARE INTERESTED IN OBTAINING DELIVERY OF 
GENERATORS AT THE EARLIEST POSSIBLE TIME. IT OCCURS 

TO US THAT SINCE THE GENERATORS ARE NOW TO BE BROKEN 
DOWN, PLANES SUCH AS THE C-5 A OR C-141 MIGHT BE ABLE 
TO HANDLE THE LOAD. IF SUCH TRANSPORT IS FEASIBLE, PLEASE 
ADVISE AS TO THE SAVINGS OF TIME AND THE 
ESTIMATED COST. 

2. ON A RELATED MATTER, PLEASE ADVISE IF MATERIALS FOR 
TYING- IN THE GENERATORS TO THE EXISTING DISTRIBUTION 
SYSTEM ARE INCLUDED IN THE SUPPLY CONTRACT FOR THE 
GENERATORS. GDS. 

SWANK 
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